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INFO OCT-OI ISO-00 EB-08 CIAE-00 INR-07 NSAE-00 OES-06 
/034 W 

090746Z 106283/21 

R 090625Z FEB 77 
FM AMEMBASSY ANKARA 
TO SECSTATE WASHDC 6376 
USDOC WASHDC 
INFO AMCONSUL ISTANBUL 
AMCONSUL IZMIR 
AMCONSUL ADANA 

UNCLAS ANKARA 0978 

E.O. 11652: N/A 

TAGS: BEXP, ENRG, MNVC, TECH, TU 

SUBJECT: MAJOR PROJECT- TURKISH NUCLEAR POWER PLANT 

REP: 76 ANKARA 9303 

1. TURKISH ELECTRICITY AUTHORITY (TEK) HAS ANNOUNCED BIDDING 

FOR NUCLEAR AND TURBINE PACKAGES FOR NUCLEAR POWER PLANT WHICH 
IS SCHEDULED FOR OPERATION BY 1985 FOR PRODUCTION OF 4,000 M 
KWH OF POWER PER YEAR. 

2. BIDDING SPECIFICATIONS MAY BE OBTAINED PROM TEK AT 
FOLLOWING ADDRESS AT TL50,000 (TL16.50 EQUALS US$1) PER SET: 

TEK GENEL MUDURLUGU 

NUKLEER ENERJI, ETUD, PROJE VE TESIS 

DAIRESI BASKANLIGI 

NECATIBEY CADDESI 34/5 

ANKARA, TURKEY 

FOREIGN FIRMS MAY ALSO OBTAIN SPECIFICATIONS FROM: 

SUISELECTRA INC. 

MALZGASSE 32 4010 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ANKARA 00978 090741Z 
BASEL, SWITZERLAND 

WHICH IS THE ENGINEERING AND CONSULTING SERVICES FIRM FOR THIS PROJEC 
T. 

3. INTERESTED FIRMS ARE REQUESTED TO SUBMIT SEPARATE BIDS FOR 
EACH PACKAGE AND EACH PACKAGE WILL COVER DESIGN, MANUFACTURE, 
TRANSPORTATION TO SITE, UNLOADING, INSTALLATION, CLEANSING, 
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REPAIR AND MAINTENANCE OE MACHINERY INVOLVED. IN LETTERS 
OE INTENT MAILED TO SELECTED U.S. EIRMS (INCLUDING GE AND 
WESTINGHOUSE), TEK HAS SPELLED OUT MAIN CHARACTERISTICS 
OE EACH PACKAGE AS FOLLOWS: 

NUCLEAR PACKAGE: UNIT TO PRODUCE NUCLEAR STEAM; 
PROTECTIVE AND SAEETY MEASURES; AUXILIARY SYSTEMS; 
SERVICE SYSTEMS; MISCELLANEOUS SYSTEMS AND EIXTURES; 
CONTROLLING AND MEASURING DEVICES; EMERGENCY POWER 
SUPPLY; PRIMARY EUEL LOADING AND PRIMARY EUEL CHARGES; 
PROCUREMENT OF HEAVY WATER EOR PRESSURIZED HEAVY 
HEAVY WATER REACTOR. THE PACKAGE 
WILL ALSO COVER EMERGENCY SPARE UNITS. 

TURBINE PACKAGE; TURBINE GENERATOR AND CONDENSER 
UNIT AND/OR UNITS; MAIN EEEDER SYSTEM EOR THE STEAM 
UNIT; COOLING WATER SYSTEM EOR THE MAIN AND 
AUXILIARY SYSTEMS; CONTROL INSTRUMENTATION FIXTURES 
EOR THE TURBINE PACKAGE; SECURITY SYSTEM EOR TURBINE 
PACKAGE; GENERATORS BARS, MAIN TRANSEORMER AND 
154 KV AUXILIARY TRANSFORMER; ELECTRONIC SYSTEM EOR 
TURBINE PACKAGE; AUXILIARY EQUIPMENT AND SYSTEMS 
INCLUDING WATER TREATMENT EACILITIES AND CHEMICAL 
DOSING SYSTEM, STEAM UNIT, PRESSURIZED AIR UNIT, 

CRANES AND LIFTING SYSTEM AND AIR-CONDITIONING SYSTEM. 
BIDS EOR TURBINE PACKAGE SHOULD ALSO COVER 2 X 300 MW 
TURBINE-GENERATORS AND CERTAIN AUXILIARY UNITS. BIDDING 
DEADLINE IS MAY 24, 1977 -3;30 P.M. LOCAL TIME. 

4. TEK PREEERS EOREIGN FIRMS TO COOPERATE WITH A TURKISH 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 ANKARA 00978 09074IZ 

FIRM. BIDDERS ARE REQUIRED TO OEFER CREDIT PROPOSALS IN 
THEIR BIDDING PACKAGE. 

MACOMBER 


UNCLASSIFIED 


NNN 
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